HOLY  GHOST  TOWER  at  the  summit  of  the 
Mount  of  the  Atonement,  Graymoor,  Garrison, 
N.  Y. 

This  tower  ingeniously  conceals  the  great 
water  tanks  which  supply  the  needs  of  the 
Graymoor  community.  Here  also  is  located  the 
Holy  Ghost  Chapel  open  to  the  visitors  to  the 
Atonement  Mountain. 
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